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TAGS: ESTC, COCOM, GE, GW, PL 

SUBJECT: GERMAN TEST ASSEMBLIES TO POLAND AND GDR-IL 1531 

REF: A) PARIS 31545, B) COCOM DOC (77) 468, C) SCOM DOC 
(77)515 

OBJECT TO BOTH CASES. TYPE SMPU AUTOMATIC TEST ASSEMBLY 
HAS MILITARY APPLICATIONS IN BOTH THE MANUFACTURE AND 
MAINTENANCE OF AIRBORNE, GROUND MOBILE, RADIO NAVIGATION 
AND SATELLITE COMMUNICATIONS SYSTEMS. IT HAS A VERY WIDE 
FREQUENCY RANGE ENCOMPASSING RECEIVERS OPERATING IN THE 
FREQUENCY RANGES OF MILITARY MARITIME AND AVIATION RADIO 
NAVIGATION SYSTEMS, SATELLITE UHF COMMUNICATIONS, MILITARY 
FIXED AND MOBILE, INCLUDING AIRBORNE, COMMUNICATIONS AND 
ALSO SIDE BAND ANALYSIS. IT CAN GENERATE A PRECISE RF OUTPUT 
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FROM 50 KHZ TO 1000 MHZ WHICH CAN BE PRECISELY AMPLITUTE-, 

FREQUENCY , OR PHASE-MODULATED. THE SYSTEM CAN BE USED TO 
MEASURE RF (10 HZ RESOLUTION) AND AF (1 HZ RESOLUTION) 

FREQUENCY CHARACTERISTICS, FREQUENCY OR PHASE DEVIATION, 
PERCENTAGE MODULATION. AF LEVEL, FREQUENCY DISTORTION AND 
AF SPECTRUM FOR SSB ANALYSIS. THE SUB-SYSTEMS OF THE SMPU 
ARE PROGRAMMABLE PERMITTING RAPID AUTOMATIC TEST FUNCTIONS 
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TO BE PERFORMED. THE INTERFACE BUS PERMITS INTERCONNEC- 
TION WITH EXTERNAL CONTROL AND MEASURING INSTRUMENTS SO IT 
CAN BE REMOTELY CONTROLLED AND USED AS A LARGER COMPLEX 
AUTOMATIC CHECKOUT OR VERIFICATION SYSTEM. IN ADDITION, IT 
CAN BE PROGRAMMED AND MANUALLY OPERATED AT THE SAME TIME, 

PERMITTING OPERATOR INTERVENTION DURING MEASUREMENTS. 

GERMAN REPLIES TO UK AND US QUESTIONS HAVE NOT CONVINCED US 
EXPERTS THAT SIMPLER EQUIPMENT, LESS SUSCEPTIBLE OF DIVER 
SION TO MILITARY APPLICATIONS COULD NOT BE USED FOR THE 
STATED END USES. VANCE 
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